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SUBJECT: US PHOTODETECTOR TO ROMANIA - IL 1548 

REF TC A. COCOM DOC. (75) 101 (STATE A-107, OC DOC. 

5168) 

B. OECD PARIS 1708 

1. AT FEB. 4 COCOM MEETING UKDEL RESERVED SINCE HIS 
AUTHORITIES HAD NOT COMPLETED STUDY OF CASE, WHICH 
CHAIRMAN THEN RESCHEDULED FOR FEB. 18. 

2. MATERIAL ON US/ROMANIA SCIENTIFIC COOPERATION AGREE- 
MENTS RECEIVED JUST BEFORE MEETING, AND USDEL WAS 
ABLE TO INDICATE THEIR AVAILABILITY. 

3. ALL OTHER DELS APPROVED. FRENCH DEL POINTED OUT 
THAT EFFECTIVE USE OF THE DETECTOR WOULD SEEM TO REQUIRE 
AVAILABILITY OF AN OSCILLOSCOPE WITH A VERY FAST RISE 
TIME, ON THE ORDER OF 0.3 NANOSECONDS, EQUIVALENT TO 

ONE WITH A 1 GHZ BANDWIDTH. HE INQUIRED, POST FACTO, 
WHETHER US AUTHORITIES HAD RECEIVED LICENSE APPLICATION 
FOR SUCH AN INSTRUMENT OR HAD ANY OTHER INFORMATION 
AS TO ITS AVAILABILITY FOR THE PROJECT. HE ALSO 
EXPRESSED SURPRISE THAT THE US WOULD PROPOSE THE EXPORT 
OF AN INSTRUMENT AS FAST AS THIS PHOTODETECTOR WHILE 
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IN THE UK CASE DOC. (75) 202. USDEL RESPONDED THAT THE 
PRESENT CASE INVOLVED A VERY SPECIFIC END-USE. IN A 
PROJECT IN WHICH US SCIENTISTS WOULD BE INVOLVED. WHITE 
THE UK PROPOSAL GAVE ONLY VERY VAGUE END-USE DATA. IN 
ADDITION, HE MENTIONED, OFF-THE-RECORD, PROVISION IN 
L/D 2675 THAT US LICENSE IS VALID ONLY FOR DURATION OF 
JOINT PROJECT. 

4. ACTION REQUESTED: INSTRUCTIONS FOR REPLY TO 
FRENCH DEL QUERY CONCERNING OSCILLOSCOPE. 

TURNER 
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